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BILL NO. S-78-12- 


SPECIAL ORDINANCE NO. S- ^ 7- 7 ^ ' 

AN ORDINANCE approving City Utilities 
Purchase Order No. 0309 with General 
Electric Supply for materials for the 
City Street Lighting Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. That City Utilities Purchase Order No. 0309, dated 
November 28, 1978, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and General 
Electric Supply, for: 

100,000 feet of #12 Copper Wire in 500' coils 
stranded for the City Street Lighting Department, 

at a cost of $2,959.00, all as more particularly set forth in said 
Purchase Order, which is on file in the Office of the Department of Pur¬ 
chasing and is by reference incorporated herein and made a part hereof, 
be and the same is in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance s-hall be effective upon passage 
and approval by the Mayor, 



PROVED AS TO FORM 









Read the first time in full and on motion by 




, seconded by 


Committee on 


_. and duly adopted, read the second time by title and referred to t 

_(and the Cit 3 r--PlarL..Qp rnmi ssion for 


recommendation) and Public Hearing TO~fae- h e i d -a f te r-dtie4egal-notte&rat the Council Cham". 
Ci ty-Coun t y building. Fo rt Wayne, Indiana, on 
of-- ■ . 19--, at 


DATE: 


y ■ 


-y-j- 7/ 



CITY CLERK 


Read the third time in full and on motion by 
seconded by 




‘PASSED by the following’vote: 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 

MOSES 

NUCKOLS 


AYES 

£1 


NAYS 

C) 


and duly adopted, placed on its passage. 

ABSTAINED . ABSENT TO-WIT: 

/ 






-K- 




SCHMIDT, D. 

SCIB'IIDT. V. 

STIER 

TALARICO 

DATE: 


X. 








CITY CLERK 

Passed^and adopted by the Common Council of the City of Fort Wayne, Indiana, i 

(ZONINGJMAEX4(i£lXERA _ CANNfiXATiON) (SPECIAL) (AP PROPRIATIO N,ORDINANCE 

(RE3 QLUJION - / No. -K/g>7- 79 on the 




ATTEST: (SEAL) 


_day o: 





CITY CLERK r- 




PRESIDING OFFICER 


PresertOfi by me to the Mayor of the City of Foi't Wayne, Indiana, on the 


day of 





: A-’l 


, 19 . at the hour of_ ■ //'^ l)*cIock ^ * ’ M . ,E.S .T. 


Approved and signed by rne this 


n 




day of 


at the hour of_ ^ , D-Q o'cloclc 













































































































REPORT OF THE co:mmittee ON CITY UTrLlTIES 


We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving City Utilities Purchase Order No. 0309 with General 

Electric Supply for materials for the City Street Lighting Department' 


$ 

































Memorandum 



To Wehrenberg, Board of Works 

From Winget, Purchasing Department 


.Date November 28, 1978 


COPIES TO: 

E. A. Stanczak Jr. 
J. Shoulders 
C. E. O'Neal 



Sublecfc Quote #0150, #12 TW WIRE 


Herewith are quotes (Quote #0150) relating to Purchase Order No. 0309 
which is prepared favoring General Electric for 100,000 ft. #12 TW Wire- 
Copper stranded for Street Lighting Department. 

Six (6) vendors were invited to quote. Five (5) quotes were returned 
with Central Supply being the lowest offering Solid wire only. We asked 
for Stranded wire so therefore. General Electric Supply, quoting stranded 
was the lowest at $29.59/M feet. 

Attached are the following documents in support of the recommendation 
for acceptance of General Electric Supply quote: 

1. Copy of all vendor's quotes. 

2. Purchase Order No. 0309. . , 

It is urged that in referring this quote to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number is given 
to General Electric Supply until evidence of Council approval is furnished 
to the Purchasing Department. 


COPIES TO: 

E. A. Stanczak Jr. 
J. Shoulders 
C. E. O'Neal 
















CITY OF FORT WAYNE 
DHPARTNiSNT OF PURCHASSS 

One Main Street 
Fort Wayne, Indiana 46S02 


Date November 16, 1978 _. Request for Quotation Ko> 

To be considered your quotation must be received by 2Rth M. Moy^rnSer. 

To: General Elecrric Supply 

5311 Distribution Drive 
Fort Wayne, Indiana 46325 







































I . . ' CITV OF FORT WAYNE 

I - DSPARTI4SNT OF PURCIIASSS 

• One Main Street 

Fort Wayne, Indiana 46S02 


Date Novenber 16, 1978 Request for Quotation rlo.\ ,015Q._. 

I To be considered your quotation must be received by 28th - — 

I To: Central Supply Co. 

I 701 East Wallace Street 

Fort Wayne, Indiana 46803 


Oriit Trade 









































CITY 0? ?0^T KAYJI3 
DS?ASTM3N*T OY PUS^^KASES 

One Main Street .. 

Fort Wayne, Indiana 46802 


Date November 16, 1978 _. Request for Quotation Ho. pigp 

To be conaidarad your quotation nust be received by 28th Moyomhor 1S7q _ 

Westinghouse Electric 
125 East Murray Street 
Fort Wayne, Indiana 46303 


Quantity 

Unit 


THit 

Price 

•Tracis 

Disc. 

: 

S:xtan3i^ 

100,000 

feet 

#12 TW Wire - CoDser 

in 500 ft. Col is ,6-^/ 


/'v' 

^77/. ““ 



50,000 Ft. Black 

50,000 Ft. White 




1 

< 


Mark Quotation Envelope, 

''Quote Mo. mSoC'-eOate Ki/7P./7n" 


TOTAL 

' 

i 






Following Must 3e Ccrrple', e 

"s—S-- . :P .j^ _ 


ignedr 


F.O.B. - indicate Which of Follcwirc (Check) 




Destination; 


Shipping Foi r.t 
Freight A!lowed: 


Shipping Point; _ 

Sc i cp i ng Schecu 1 9 
Sripcirc Weight: t /'. ■' W 



i nget 


oat.h 


Bupr 
































CITY OF FORT WAYIIS 
D3PARTHENT OF ^ PURCHASZS 

One Main Street 
Fort V7ayne, Indiana 4 5S02 


Date November 16, 1978 Request for Quotation ^Io,_015C)_ 

To be considered your quotation must be received by 2Rth M. Noygrnber.,. - 

To: Graybar Electric 

5425 Distribution Drive 
Fort I7ayne, Indiana 46825 









































CITY. CP PORT Vixr.rz 

DZ?A?vT:-iz:;r o? purcm^^zs 

One Mein Street 
Fort Wayne, Indiana 45302 


Date November 16, 1978 _. Request for Quotation tio. Qi^o 

To bs considered your quotation nust be received by 7Rth M. . 3.^ 7 a 

To: 

Sidener Supply of Indiana 
1680 Expo Lane 
Indianapolis,Indiana 46234 









































mT^-m F®[^Tr 

CITY IITii.i¥lES 

, DEPARTMENT OF PURCHASES 

CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

^ General Electric Supply ^ 

5311 Distribution Drive 
Fort Wayne, Indiana 46825 

L J 



SHIP TO — 

City Street Lighting Dept. 
1701 South Lafayette Street 
Fort Wayne, Indiana 46825 


MAIL ALL INVOICES TO- 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


100,000 


Ft. #12 JW Wire - Copper - in 500 Ft. Coils 
STRANDED 


50,000 ft. BLACK 
50,000 ft. WHITE 


29.59/M 


$2,959. 


0.5 




oi 

oCt 
a. ° 
a, I 

Per Quote #015(f^“ 

2% 10 Net 11th 
F.O.B. S/P Freight A1lowed 
Ship: 2 weeks 

SUBJECT TO COUNCILMAN 1C APPROVAL 


.■I 


^^-7 j/ A 




1 1 L. ^ 

c'-'.'.n to 


T! 0 r 


,n 


id;arta 4; 
C-. Mumcbr ou P"‘ 


02 

kif!-,; riiip 


-4^w/fi4- 


NOTEt TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


BY- 



















City Utilities 


Dat e S ^ ^ 


PURCHASE REQUISITION 


. . yL-c. 




Please order the following Material for Delivery as Specified: 

■n. ddivarsd CITY STREET LIGHTING 1701 S. LAFAYETTE No-iM^C 




QUANTITY 

DESCRIPTION 

DISTa 

NO. 

DEPARTMENT 
ESTIMATED COST 

loo.oon 

fT. /'L- ~r uJ (%)!P,F. — C'c"^ X' K , 










/fj r- r c>x)/ L X . — ^ 

9.Sf/y/ 


cX 




.-^7 



S'o,n'X>x> A-U-Ar <<" 





*f0, n,-.. rr*^ // 




- ----- J - 





57ncAf '?Z£^. 





G^<0 -A- .- ^ 


/z£^^ 









"^•. -/r-^ -XC- 



REMARKS: 




z: 


V , ■• 

-fT 




I haraby cartify that tha work or suppliaa abova apacifiaci 
ara nacaaaary for atock or oaa in Ihia daparimant. 


n 




T-fifccT ^ 






Charga light. 


-Watar- 







































^ 35 ! 


riTI.F. OF OROTNANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 0309 - GENERAL ELECTRIC 
* - . SUPPLY 


BOARD OF PUBLIC WORKS 




DEPARTMENT REQUESTING ORDINANCE _ 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 0309 - GENERAL ELECTRIC SUPPLY IN 
AMOUNT OF $2959.00 FOR 100,000 FEET OF #12 COPPER WIRE IN 500' COILS STRANDED FOR THE CITY 
STREET LIGHTING DEPARTMENT. 


(MEMORANDUM AND CITY UTILITIES PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE STRANDED WIRE FOR STREET LIGHT MAINTENANCE AND STOCK 


EFFECT OF NON-PASSAGE DEPLETION OF STOCK USED IN MAINTENAMCF. WORK. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $2959.00 FROM CITY UTILITIES 


ASSIGNED TO COMMITTEE 


































